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Medical Education Department 
TENDER NOTICES 

(1) 
No. C3/ 10455 /2013 / MCT. 

| 6th December 2013. 
Sealed competitive tenders in the prescribed form 
are invited for the Supply of Intra Operative Spinal - 
Monitoring System ( 1 No.) required for the 
Orthopaedics Department, Medical College Hospital, 
Thiruvananthapuram . 

Tender should be superscribed as tender numbers 
and addressed to the Principal, Medical College , 
Thiruvananthapuram Pin -695 011. Details can be had from 
this office on working hours till 3. 30 p . m . 

Tender No . - 244/2013 . 
Approximate Expense X 25 Lakhs. 
Cost of tender form ( inclusive Sales Tax ) 

Original 7 3 , 150 . 

Duplicate - Y 1,575. 
Last date and time of sale of tender form 
14-1 - 2014, 3 p. m . 


Last date and time of receipt of tender form 
15-1- 2014, 2 .30 p . m . 

Opening date and time of tender form 
15 -1- 2014, 3 p . m . 

Tender forms will be sent through post if required 
provided due amount with sufficient postage 
charge ( 3 50 ) is sent by way of Money Order in 
favour of The Principal, Government Medical College , 
Thiruvananthapuram , Kerala State , Pin -695 011 . Money 
Order should reach this office on or before 20 - 12 -2013 . 
No other forms of remittance will be accepted. 

-- തിരുവനന്തപുരം മെഡിക്കൽ കോളേജില 
ഓർത്തോപീഡിക്ക് വിഭാഗത്തിലേയ്ക്ക് ഇൻട്രാ ഓപ്പറേറ്റീവ് 

പെനൽ മോണിറ്ററിംഗ് സിസ്റ്റം ( 1 എണ്ണം) വിതരണം 
ചെയ്യാൻ താൽ പ ര്യ മു ള്ള വ രിൽ നിന്നും മുദ്ര വച്ച് 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

ദർഘാസ് നമ്പർ -244 /2013 . 


Trigger in / out for connections to external devices . 
The Laptop PC power should be from the digital 
main unit to avoid electrical artifact. 


ദർഘാസ് ഫോറത്തിന്റെ വില . 

അസ്സൽ - 3,150 . 

ശരിപ്പകർപ്പ് ? 1,575. 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും 14- 1- 2014, 3 മണി. 

- ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും 15 - 1- 2014, 2 . 30 മണി. 

ദർഘാസ് ഫോറം തുറക്കുന്ന തീയതിയും സമയവും 
15 - 1 - 2014 , 3 മണി. 


At least 4 Input extenders for acquisition unit and 
stimulators should be provided for each from main 
unit to surgery site . 
System should Include: 
Laptop PC with latest configuration . 
Digital main unit . 
16 channel amplifier upgradable to 32. 
Dual electrical nerve stimulators with 16 
programmable high level outputs, 2 low level 
outputs . 
TCMEP stimulator should be in built with any of 
the stimulator unit . 


• 


The product must have FDA & CE approval. 
The company should have atleast 2 installations in 
Kerala and should have service facility . 
Should have excellent signal quality (demo required 
if needed). 


Warranty : 
2 years manufacturer s warranty . 


TENDER SCHEDULE 


1 . 


ദർഘാസ് ഫോറം തിരുവനന്തപുരം മെഡിക്കൽ കോളേജ് 
പ്രിൻസിപ്പാളിന്റെ ഓഫീസിൽ നിന്നും പ്രവൃത്തി ദിവസങ്ങളിൽ 
വൈകുന്നേരം 3.30 വരെ ലഭ്യമാണ്. തപാൽ മാർഗം ദർഘാസ് 
ഫോറം ആവശ്യമുള്ളവർ ഫോറത്തിന്റെ വിലയോടൊപ്പം ? 50 
അധികം ചേർത്ത് ( ത പാൽ ചാർജ്) മണിയോർഡറായി 
പ്രിൻസിപ്പാൾ, മെഡിക്കൽ കോളേജ്, തിരുവനന്തപുരം- 11 എന്ന 
വിലാസത്തിൽ അപേക്ഷിക്കേണ്ടതാണ്. മണിയോർഡറുകൾ 
20 - 12 - 2013 , 3 മണി യ് ക്കു മുമ്പായി ഈ ഓഫീസിൽ 
ലഭിച്ചി രി ക്ക ണം . തപാൽ മാർഗ്ഗം ആവ ശ്യ പ്പെ ടു ന്ന വർ 
മണിയോർഡർ മുഖാന്തിരം മാത്രമേ പണം അയയ്ക്കാൻ 
പാടുള്ളൂ. ഫോറത്തോടൊപ്പം മുദ്രപത്രങ്ങളോ മറ്റേതെങ്കിലും 
ഡോക്യുമെന്റുകളോ അയയ്ക്കുവാൻ ആവശ്യപ്പെട്ടുകൊണ്ടു 
ള്ളതും മേൽ വിലാസവും ദർഘാസ് നമ്പരും വ്യക്തമായി രേഖ 
പ്പെടുത്താത്തതും താമസിച്ച് ലഭിക്കുഞ്ഞുമായ മണിയോർഡുകൾ നിരസി 
ക്കുന്നതാണ്. കൂടുതൽ വിവരങ്ങൾ ഈ ഓഫീസിൽനിന്നും 
പ്രവൃത്തി ദിവസങ്ങളിൽ ലഭ്യമാണ്. 

Specifications 
The System should be ideal for Monitoring in 
• Spine surgeries 
• Scoliosis surgeries 
Fully contained agronomical lap top - based system 
designed for complex surgical environments 

16 channel Digital acquisition , display, and storage 
of EMG SEP, AEP, VEP and MEP data , upgradable 
to 32 channel. 
16 high level, 2 low level programmable electrical 
nerve stimulator outputs . 
Programmable TcMEP stimulator. 
Automatic ESU detection and audio muting. 
Nerve integrity monitoring with programmable tone 
alerts for muscle activity , stimulator contact 
integrity. 
Full multi -modality protocols . 
Data trending and history displays with automatic , 
programmable alerts . 
Case annotation tools . 
Internet protocol-based remote monitoring with 
Chat function. 
Stimulation and acquisition pods for easy patient 
connections. 


2. 


The period for which the rates to be in firm One 
year. 
The rates should be inclusive of all taxes , 
otherwise tender will be rejected without any notice 
and for free delivery at the department 
concerned. 


3 . 


5. 


6 . 


Advance payments conditions will not be 
considered. 
Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances . 
Tenders are to be sent with details and illustrated 
pamphlet (where ever necessary ) neatly typed . 
Manuscripts should be avoided as far as possible . 
Tenders should be accompanied with a formal 
agreement executed in * 100 Kerala -non -judicial 
stamp paper together with required sum of Earnest 
Money Deposits . 
Earnest Money Deposits (One Percentage ) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Medical College , 
Thiruvananthapuram . 


8 . 


- 9 . 


Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders . 
Tenders Unsealed , Unsigned or submitted without 
superscription as specified are liable to be rejected . 
Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained . 
Belated tenders will not be considered under any 
circumstance . 
For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 


Tender forms can be had from the office of The 
Principal, GovernmentMedical College, Thiruvananthapuram 
11, up to 3 p . m . on working days. Tender forms will be 
sent through post if required provided due amount with 
sufficient postage charge ( 3 50) is sent by way of 
Money Order in favour of The Principal, Government 
- Medical College , Thiruvananthapuram , Kerala State , 

Pin -695 011 . Money Order should reach this office on or 
before 30 - 12 - 2013. No other form of remittance will be 
accepted. 


12. 


Tenders should bear the Signature and full Postal 
address of the tenderers whereever necessary . 
The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 
Specifications of the items are given in the list. 
Negotiation will be made only with the firm 
offering lowest price whose specification confirms 
to the requirements in the Tender Notification . 


തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിലെ പാത്തോളജി 
വകു പ്പി ലേ ക്കാ വ ശ്യ മായ താഴെ പറയുന്ന സാധനങ്ങൾ 
വിതരണം ചെയ്യുന്ന തിന് മുദ്രവച്ച ദ ർ ഘാ സു കൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസുകൾ ദർഘാസ് നമ്പരോടുകൂടി 
നിശ്ചിത തീയതിക്ക് മുൻപ് പിൻ സിപ്പാൾ, മെഡിക്കൽ 
കോളേജ്, തിരുവനന്തപുരം- 695 011 എന്ന വിലാസത്തിൽ 
എത്തിച്ചിരിക്കേണ്ടതാണ്. 

ദർഘാസ് നമ്പരും സാധനങ്ങളുടെ പേരും എണ്ണവും 
245/ 2013 - 6 പാർട്ട് ഹെമറ്റോളജി അനലൈസർ - 1 എണ്ണം. 
ദർഘാസ് ഫോറത്തിന്റെ വില ( വാറ്റ് ഉൾപ്പെടെ); 
അസ്സൽ - 3,150 

ശരിപ്പകർപ്പ് - 1, 575. 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
- സമയവും 13 - 1 - 2014 , 2 .30 മണി. 


15. 


17. 


ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും 14 - 1- 2014, 2.30 മണി. 


Tender will be opened in the presence of each of 
the tenderers or his authorized representative who 
may present at the time. 
More details can be had from this office on 
working hours . 


- ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 14- 1- 2014 , 3 
മണി. 


18. 


No . C1/ 18227/ 2013/ MCT. - 9th December 2013. 

Sealed competitive tenders in the prescribed form 
are invited for the supply of the following items for 
Pathology, Medical College Thiruvananthapuram . 
Tenders should be superscribed as tender number and 
addressed to the Principal, Medical College , 
Thiruvananthapuram , Pin -695 011. Details can be had from 
the Office on working hours till 3 .30 p . m . 

Tender No. and Details of items with Quantity 
245 /2013 — 6 Part Haematology Analyser — 1 No. 
Cost of tender form (inclusive of VAT). 

Original 7 3,150 . 
Duplicate - Y 1,575, 


ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ അയ് ക്കുന്നതിനു 
വേണ്ടതുക (t 50) അധികമായി അയയ്ക്കേണ്ടതാണ്. ദർഘാസ് 
ഫോറത്തിന്റെ വില ഓഫീസിൽ നേരിട്ടോ മണിയോർഡർ 
ആയോ സ്വീകരിക്കുന്നതാണ്. അല്ലാതെയുള്ളഎല്ലാഅപേക്ഷകളും 
നിരസിക്കുന്നതാണ്. ഫോറത്തോടൊപ്പം മുദ്രപ്പത്രങ്ങളോ 
മറ്റേതെങ്കിലും ഡോക്യുമെന്റുകളോ അയയ്ക്കാൻ ആവശ്യപ്പെട്ടു 

കൊണ്ടുള്ളതും മേൽ വിലാസം വ്യക്തമല്ലാത്തതുമായ 
മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. മണിയോഡറുകൾവഴി 

ഫോറങ്ങൾ ആവശ്യപ്പെട്ടുകൊണ്ടുള്ള അപേക്ഷകൾ ഈ 
ഓഫീസിൽ 30 - 12 - 2013 - ന് മുൻപ് കിട്ടിയിരിക്കണം. താമസിച്ചു 
കിട്ടുന്ന മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. ദർഘാസ് 
ഫോറം കൈമാറാൻ പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച തുക 
തിരിച്ചു കിട്ടുന്നതുമല്ല . താമസിച്ച് കിട്ടുന്ന ദർഘാസുകൾ 
യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. കൂടുതൽ 
വിവരങ്ങൾ പ്രവൃത്തി ദിവസങ്ങളിൽ ഈ ഓഫീസിൽനിന്നും 
ലഭിക്കുന്നതാണ്. 
Specifications of 6 PDA Haematology Analyser 6 part 

differential Analyser 
1 The instrument should be fully automated flow 

cytometry based 6 -part differential haematology 
analyzer offering automatic start -up, shutdown and 

sample -analysis . 
2 

The instrument should have random access 
discrete analysis modes for CBC + NRBC , 
CBC + DIFFERENTIAL + NRBC . 


Last date and time of sale of tender form 
13 -1- 2014, 2.30 p . m . 

Last date and time of receipt of tender form 
14- 1-2014, 2 .30 p. m . 

- Opening date and time of tender - 14- 1 - 2014, 
3 p . m . 


It should have high linearity of over 4 . 1 lacs for 
WBC s, over 40 lacs for Platelets and over 500 
NRBC s / 100 WBC s 
The company supplying the instrument should 
have a good track record and excellent service and 
distributor network all over India . 


TENDER SCHEDULE 


1. 


3. 


The period for which the rates to be in firm one 
year. 
The rates should be inclusive of sales tax and for 
free delivery at the department concerned otherwise 
the tender will be rejected . 
Advance payments conditions will not be 
considered . 
Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 
Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary ) neatly typed . 
Manuscripts should be avoided as far as possible. 
Tenders should be accompanied with a formal 
agreement executed in * 100 Kerala-non - judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 
Earnest Money Deposits (One Percentage ) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Medical College , 
Thiruvananthapuram . 
Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders . 


6 . 


The instrument should have 28 PARAMETERS 
reported : WBC , RBC , HGB, HCT, MCV, MCH , 
MCHC ,RDW -SD , RDW -CV , PLT, NEUT % , LYMPH 
% , MONO % , EOS % , BASO % , NEUT # , LYMPH 
# , MONO # . EOS # , BASO # . PDW , MPV , PCT, P 
LCR , NRBC # , NRBC _ % , IG # , IG % THREE 
HISTOGRAMS - WBC , RBC , PLT and TWO 
SCATTERGRAMS 
The instrument should have through put of more 
than 90 samples per hour in both the discrete 
analysis modes. 
The sample aspiration volume for the complete 
differential blood count should not be more than 
100 ul 
The instrument should have the following analysis 
modes, Manual - open & closed cap piercing (CP ) 
capability to aspirate from closed tubes , Capillary 
mode and optional Sampler mode . 
The Instrument should have hydrodynomic 
focusing/Impedance method for RBC /PLT channel. 
The instrument should have Cyanide free Sls - hb / 
colorimetric method for the haemoglobin 
measurement 
The instrument should be equipped with based 
semiconductor laser fluorescence flow cytometry for 
Differential channel. 
The instrument should report NRBC with every 
CBC count 
Instrument should be equipped with automatic 
rerun /reflex modes 
Instrument should have facility for upgradation with 
additional clinical parameters. 
Instrument should have extensive counting mode 
for leucopenic samples 
Instrument should have options for auto sampler & 
integrated barcode reader. 
The instrument should have COMPREHENSIVE 
INFORMATION PROCESSING SYSTEM with : 
User- friendly Windows XP /7 based software. 
100000 Sample data with histogram and 
scattergrams storage. 
99 QC files each with 300 points for QC can be 
stored . 
The instrument should have minimum maintenance 
with Semiconductor laser has lower power 
consumption , higher stability , and longer life thus 
cutting down on maintenance cost. 
The instrument should be EXTENSIVE QC 
FEATURES : 
Min . one file for X bar M . 
Delta checks available for cumulative review . 
Option for online QC also available . 


10. 


9. 


10 . 


Tenders Unsealed , Unsigned or submitted without 
superscription as specified are liable to be rejected . 
Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained . 
Belated tenders will not be considered under any 
circumstance . 


12 . 


16 . 


13 . 


17 . 


For Medicines , Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection . 
Tenders should bear the Signature and full Postal 
address of the Tenderers whereever necessary . 
The undersigned reserves the right to reject any 
Tender wholly or partially without any prior 
information to the Tenders. 
Specifications of the items are given in the list. 


14 
. 


15. 


16, 


| 17. 


Negotiation will be made only with the firm 
offering lowest price whose specification conforms 
to the requirements in the Tender Notification . 
Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may present at the time. They should have valid 
authorization letters . 
More details can be had from this office on 
working hours . 


ദർഘാസ് ഫോറത്തിന്റെ വില : 
അസ്സൽ ? 2,100. 

ശരിപകർപ്പ് ? 1,050. 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും 15 - 1- 2014 , 3 മണി. 

- ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും - 16 - 1- 2014 , 2. 30 മണി. 


18. 


- ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 16 - 1- 2014, 
3 മണി. 


( 3 ) 


No, C8/17380/2013/ MCT. 10th December 2013. 

Sealed competitive tenders in the prescribed 
Performa are invited for the purchase of the following 
items required for the Professor & Head , Obstetrics & 
Gynaecology Department, Government Medical College 
Hospital, Thiruvananthapuram . Tender should be 
subscribed Tender number and addressed to the Principal, 
Government Medical College , Thiruvananthapuram 
Pin -695 011 . Details can be had from this office on 
working hours till 3.30 p . m . - 

Tender No. and Details of items with Quantity 
246 /2013 — Ultrasonic Cutting and Coagulating Device 
with Versel Sealer - 1 No. 
Cost of tender form (inclusive of VAT ): 

Original 7 2,100 . 
Duplicate - Y 1,050 . 


- ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ അയ്യക്കുന്നതിനു 
വേണ്ടതുക (t 50) അധികമായി അയയ്ക്കേണ്ടതാണ്. ദർഘാസ് 
ഫോറത്തിന്റെ വില ഓഫീസിൽ നേരിട്ടോ മണിയോർഡർ 
ആയോ സ്വീകരിക്കുന്നതാണ്. അല്ലാതെയുള്ളഎല്ലാ അപേക്ഷകളും 
നിരസിക്കുന്നതാണ്. ഫോറത്തോടൊപ്പം മുദ്രപത്രങ്ങളോ 
മറ്റേതെങ്കിലും ഡോക്യുമെന്റുകളോ അയയ്ക്കാൻ ആവശ്യപ്പെട്ടു 
കൊണ്ടുള്ളതും മേൽ വിലാസം വ്യക്തമല്ലാത്തതുമായ 
മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. മണിയോഡറുകൾ വഴി 

ഫോറങ്ങൾ ആവശ്യപ്പെട്ടുകൊണ്ടുള്ള അപേക്ഷകൾ ഇ 
ഓഫീസിൽ 7 -1- 2014- ന് മുൻപ് കിട്ടിയിരിക്കണം. താമസിച്ചു 
കിട്ടുന്ന മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. ദർഘാസ് 
ഫോറം കൈമാറാൻ പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച തുക 
തിരിച്ചു കിട്ടുന്നതുമല്ല . താമസിച്ച് കിട്ടുന്ന ദർഘാസുകൾ 
യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. കൂടുതൽ 
വിവരങ്ങൾ പ്രവൃത്തി ദിവസങ്ങളിൽ ഈ ഓഫീസിൽനിന്നും 
ലഭിക്കുന്നതാണ്. 


Ultrasonic Cutting & Coagulation Device with 

Vessel Sealer 


Specifications 
System should be able to power ultrasonic energy 
instruments with 55 .5 Khz + /- 10 % frequency. 
System should be equipped with advanced Radio 
Frequency energy technology that can 
simultaneously seal and transect vessels upto 7mm 
diameter and large tissue pedicles and vascular 
bundles . 


Last date and time of sale of tender form 
15 -1-2014, 3 p . m . 

Last date and time of receipt of tender form 
16 -1 -2014, 2 .30 p . m . 

Opening date and time of tender form 
16-1- 2014, 3 p . m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage 
charges ( 3 50 ) is sent by way of Money Order in 
favour of The Principal, Government Medical College, 
Thiruvananthapuram , Kerala State, Pin -695 011. Money 
Order should reach this office on or before 7 - 1 - 2014 . No 
other forms of remittance will be accepted . 

തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിലെ 
ഒബ് സ് ടാക് സ് ആന്റ് ഗൈന ക്കോ ളജി ഡിപ്പാർട്ടു 
മെന്റിലേക്ക് ആ വ ശ്യ മായ താഴെ പറയുന്ന സാധനങ്ങൾ 
വിതരണം ചെയ്യുന്നതിന് നിശ്ചിത ഫോറത്തിൽ മുദ്രവച്ച ദർ 
ഘാ സു കൾ ക്ഷണിക്കു ന്നു . ദർഘാസുകൾ ദർഘാസ് 
നമ്പരോടുകൂടി നിശ്ചിത തീയതിക്ക് മുൻപ് പ്രിൻസിപ്പാൾ, 
മെഡിക്കൽ കോളേജ്, തിരുവനന്തപുരം- 695 011 എന്ന 
വിലാസത്തിൽ എത്തിച്ചിരിക്കേണ്ടതാണ്. 

ദർഘാസ് നമ്പരും സാധനങ്ങളുടെ പേരും എണ്ണവും - 
246/ 2013 - അൾട്രാസോണിക് കട്ടിംഗ് ആന്റ് കൊയാഗുലേറ്റിംഗ് 
ഡിവൈസ്വിത്ത് വെസ്സൽ സീലർ 1 എണ്ണം. 


System should be a single generator that provides 
ultrasonic energy and RF energy . 
System should provide temperature controlled 
energy delivery which should maintain tissue 
temperature around 100 Deg . Celcius . 
Should have advanced RF energy hand instruments 
with a unique electrode configuration to minimize the 
lateral thermal spread and to deliver high 
compression uniformity across seal area. 
Vessel sealing system should be able to seal artery, 
veins up to 7mm , sealed vessels should withstand 

upto 3 times the systolic blood pressure . 
• System should be compatible for open and 

laparoscopic surgery. 


System should have a high resolution display with 
wide viewing angles . 
System should have a single foot switch for 
operating Ultra Sonic and R . F . energy with facility 
to select hand switch or foot switch activation or both . 
Should not have lateral thermal spread more than 
Imm . 
System should have a standby mode to ensure 
safety . 
System should have five or more power setting 

levels for ultrasonic energy instruments . 
• All hand probes for open and lap procedures should 

be able to simultaneously cut and coagulate tissues . 
Should be equipped with a technology to measure 
the tissue impedance and control the power delivery. 
Should have the audio and visual alarm facility to 
alert the users for Generator overheating , Hand 
piece errors , instrument errors etc . 
System should have the ability for software updation 
at customers premises . 
Should have the facility for avoiding Electromagnetic 
Interference to other equipment being used 

simultaneously. 
• Should be compatible with 5mm and 10mm 

instruments . 
• System should be complies the following. 
Hardware 


• Pistol grip curved coagulating 

shears with ergonomic handle 
for laparoscopic procedures : 
Diameter-5mm , shaft length 
23cm , 36cm and 45cm 

- 1 each 
• 5mm laparoscopic dissecting hook 32cm long. 
Should have the facility to energise the 
hand instruments of 5mm shaft diameter for both 
open & Laparoscopic procedures in the following 
shaft lengths ( 14cm , 25cm , 35cm & 45cm ) and 
should be both hand & foot activated . 
Equipments should be confirming with any one of 
the International Standards for Safety & Quality 
(CE /FDA /Equivalent standards). Copy of the 
certificate should be attached . 
Price of all hand probes for the next five years to 
be fixed . 
There should be at least 3 years of comprehensive 
warranty . 
There should be at least 5 years of CAMC after 
warranty ( specify amount). The company should 
have service facility in Kerala and be able to attend 
any breakdown calls with 24 hours . An 
undertaking to that extent should be given along 
with the offer. 
General: — The equipment should operate in Indian 
standards of power supply and in the normal 
ambient conditions in the Operation Theatre . 
Tenderers should be the authorized dealer of the 
manufacturer (authorization should be attached ) 
The system should be supplied with system 
diagnostics and troubleshooting guide to pin point 
any problems in the machine . 
Undertaking from manufacturer to provide service 
in case the supplier fails to provide service should 
also be attached. 
Acceptable tolerance will be allowed in various 
parameters of the equipment mentioned above . 
Demonstration with all accessories is mandatory for 
the selection of the equipment. 

TENDER SCHEDULE 


• Generator Power-240W , 
Frequency - 55 -60 Hz. 

- 1 No. 
• Foot switch and cable 

- 1 No. 
• The foot switch should have the facility for 

operating Ultrasonic Energy or advanced RF 
energy instruments. 


Accessories 


1. 


• Hand piece ( Transducer) - 1 No. 
• Hand piece for open and 

laparoscopic procedure 
frequency 

- 1 No . 
• Hand pieces should be reusable atleast for 

100 casaes . 
Adaptors for ultrasonic and 

advanced RF energy instruments - 1 No. 
• Trolley 

- 1 No. 
Hand Probes 

• Scissor grip curved coagulating 

shears with curved tapered tip : 
Diameter -5mm , shaft length at 
least 17cm ( for open surgery ) - 1 No. 


The period for which the rates to be in firm one 
year. 
The rates should be inclusive of all taxes , 
otherwise tender will be rejected without any notice 
and free delivery at the department concerned . 
Advance payments conditions will not be 
considered . 
Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 


3 . 


4 . 


5 . Tenders are to be sent with details and illustrated Tender No. and Details of items with Quantity 

pamphlet (wherever necessary ) neatly typed . 247 /2013 — Electrosurgical Vessel Sealing Diathermy — 
Manuscripts should be avoided as far as possible . 

1 No. 
Tenders should be accompanied with a formal Cost of tender form ( inclusive of VAT) 
agreement executed in * 100 Kerala - non -judicial 

Original 2,415. 
stamp paper together with required sum of Earnest 

- Duplicate - Y 1,260 . 
Money Deposits . 

Last date and time of sale of tender form - 15 -1 - 2014, 3 p . 
Earnest Money Deposits (One Percentage ) of the 

m . 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 

Last date and time of receipt of tender form 
in favour of the Principal, Government Medical - 16 -1- 2014, 2 .30 p. m . 
College, Thiruvananthapuram . 

Opening date and time of tender form 
Firms will be exempted from furnishing Earnest - 16 -1 -2014, 3 p. m . 
Money Deposit if they had produced the duly 

Tender forms will be sent through post if required 
attested copies of relevant certificate along with provided due amount with sufficient postage 
their tenders . 

charge ( 50 ) is sent by way of Money Order in 
Tenders Unsealed , Unsigned or submitted without 

favour of The Principal, Government Medical College , 
superscription as specified are liable to be rejected . 

| Thiruvananthapuram, Kerala State , Pin - 695 011 , Money 

Order should reach this office on or before 7 -1- 2014 . No 
Tenders submitted with insufficient Earnest Money 

other forms of remittance will be accepted . 
Deposit will not be entertained . 

തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിലെ പീഡിയാട്രിക്ക് 
Belated tenders will not be considered under any 

- സർ ജറി വകു പ്പി ലേ യ് ക്കാ വ ശ്യ മായ താഴെ പറയുന്ന 
circumstances . 

സാധനങ്ങൾ വിതരണം ചെയ്യുന്നതിന് മുദ്രവച്ച ദർഘാസുകൾ 
For Medicines , Surgicals and Materials, Samples ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസുകൾ ദർഘാസ് നമ്പരോടുകൂടി 
should be submitted along with the tender. 

നിശ്ചിത തീയതിക്ക് മുൻ പ് പിൻ സിപ്പാൾ, 
Tenders without samples will not be considered for മെ ഡിക്കൽ കോളേജ്, തിരു വ ന ന്ത പു രം - 695 011 എ ന്ന 
selection . 

വിലാസത്തിൽഎത്തിക്കേണ്ടതാണ്. 

ദർഘാസ് നമ്പരും സാധനങ്ങളുടെ പേരും എണ്ണവും - 
Tenders should bear the Signature and full Postal 
address of the tenderers & witness wherever 

247 / 2013 - ഇലക് ടോ സർ ജി ക്കൽ വെസൽ സീ ലിംഗ് 
necessary. 

ഡയതെർമി -1 എണ്ണം. 

ദർഘാസ് ഫോറത്തിന്റെ വില ( വാറ്റ് ഉൾപ്പെടെ) 
14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 

അസ്സൽ ? 2,415 
information to the tenderers. 

ശരിപ്പകർപ്പ് ? 1,260 
Specifications of the items are given in the list. 

ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 

സമയവും 15- 1- 2014 , 3 മണി. 
Negotiation will be made only with the firm 
offering lowest price whose specification confirms 

- ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
to the requirements in the Tender Notice . 

സമയവും 16 - 1 -2014 , 2. 30 മണി. 
Tender will be opened in the presence of the each 

- ദർഘാസ് ഫോറം തുറക്കുന്ന തീയതിയും സമയവും - 
of the tenderers or his authorized representatives 

16 - 1 - 2014 , 3 മണി. 
who may present at the time. 

ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ അയയ്ക്കുന്നതിനു 
More details can be had from this office on 

- വേണ്ട തുക (( 50) അധികമായി അയയ്ക്കേണ്ടതാണ്. ദർഘാസ് 
working time. 

ഫോറത്തിന്റെ വില ഓഫീസിൽ നേരിട്ടോ മണിയോർഡർ 
ആയോ സ്വീകരിക്കുന്നതാണ്. അല്ലാതെയുള്ളഎല്ലാഅപേക്ഷകളും 

നിരസിക്കുന്നതാണ്. ഫോറത്തോടൊപ്പം മുദ്രപ്പത്രങ്ങളോ 
No. C8 /17370 /2013 / MCT. - 10th December 2013 . മറ്റേതെങ്കിലും ഡോക്യുമെന്റുകളോ അയയ്ക്കാൻ ആവശ്യപ്പെട്ടു 

കൊണ്ടുള്ളതും മേൽ വിലാസം വ്യക്തമല്ലാത്തതുമായ 
Sealed competitive tenders in the prescribed 

മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. മണിയോഡറുകൾവഴി 
performa are invited for the purchase of the following 

ഫോറങ്ങൾ ആവശ്യപ്പെട്ടുകൊണ്ടുള്ള അപേക്ഷകൾ ഈ 
items required for the Professor & Head , Paediatric 

ഓഫീസിൽ 7 - 1- 2014 - ന് മുൻപ് കിട്ടിയിരിക്കണം. താമസിച്ചു 
Surgery Department, Government Medical College 

കിട്ടുന്ന മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. ദർഘാസ് 
Hospital, Thiruvananthapuram . Tender should be 

ഫോറം കൈമാറാൻ പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച തുക 
subscribed tender numbers and addressed to the Principal, 

തിരിച്ചു കിട്ടുന്നതുമല്ല . താമസിച്ച് കിട്ടുന്ന ദർഘാസുകൾ 
Government Medical College , Thiruvananthapuram 

യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. കൂടുതൽ 
Pin -695 011 . Details can be had from this office on 

വിവരങ്ങൾ പ്രവൃത്തി ദിവസങ്ങളിൽ ഈ ഓഫീസിൽനിന്നും 
working hours till 3 .30 p . m . 

ലഭിക്കുന്നതാണ്. 


15. 


17 . 


18 . 


( 4 ) 


15 . 


Should have auto bipolar start & stops where users 
can set the auto - start delay time & auto - stop 
impedance range. 
Should have digital indication for power setting, 
preferably touch screen display for monopolar, 
bipolar & vessel sealing technology. 
Vessel sealing system should have user control 
mechanism so that surgeon can decide for a repeat 
seal before actually cutting it or even not cutting it (No 
auto cut). 


2 . 


و 


در 


The system should be able to seal vessels or tissue 
bundles preferably within 2 to 4 seconds . 
Vessel sealing system should be able to seal artery , 
veins up to 7 mm , sealed vessels should withstand up 
to 3 times the systolic blood pressure . 
Thermal spread or collateral tissue damage should be 
minimal. 


20 . 


Electro Surgical Vessel Sealing System 

Specifications 
The system should have monopolar cut & 
coagulation , bipolar and vessel sealing modes 
integrated into one unit . 
The equipment should have microprocessor based 
device incorporating closed loop control for all 
output modes in microcontroller firmware . 
The equipment should incorporate tissue sensing 
technology on real time basis and it should have 
the technology to convert Electrical energy to 
Radio Frequency energy thus providing 
radiofrequency seal. It should identify the tissue 
type and adjust power accordingly to get desired 
surgical effect on various tissue types . 
Output wave forms between 460 to 480 KHz 
sinusoid in all modes . 
Low frequency leakage less than 65 Hz. 
Should have following alert tones: 
(a) Patientpad monitoring error alert 
(b ) Reactive/ regrasp error alert 
(c) Instrument checking alert 
(d ) Complete/incomplete seal alert 
(e) Malfunctioning / system error alert 
The equipment should have maximum Power efficiency 
ranging from 90 - 100 % in allmodes. 
Monopolar cutting should have atleast two cutting 
modes: 
(a ) Pure cut for clean precise cut; maximum power 

400 W 
(b ) Blend for cutting with haemostasis, maximum 

power — 300 W 
Monopolar coagulation should have atleast two 
coagulation modes: 
(a ) Fulguration mode for efficient non -contact 

coagulation with maximum power 120 W 
(b ) Spray mode should have varying amplitude & 

frequency for coagulating large tissue areas 

with minimum depth of necrosis . 
System should be integrated with all necessary modes 
of instruments for various surgical procedures . 
Should have twin monopolar sockets with independent 
power setting. System should have one universal 
adapter for foot switch operation & one bipolar socket. 
Should have recall facility to recall last setting of user. 
Should be compactable with argon machine & 
Ultrasonic surgical aspirator. 


23. 


24 . 


Should have patient plate monitoring facility & should 
give audio -visual alarm & deactive output if contact 
between patient & patient plate is not proper to eliminate 
risk of patient-burns . 
Should have on screen review of error codes & 
diagnostics. 
Should be light weight and portable . 
Equipment should not have RF leakage more than 150 
mA. 
Accessories- individual/combo foot switches for 
monopolar,bipolar & vessel sealing, universal adaptor, 
patient plate , 5mm x 35cm (approx ) blunt tip 
laparoscopic probe, 15cm (approx) open vessel sealing 
probe , bipolar forceps and monopolar lead (pencil ), 
5mm x 35 (approx ) curved tip . 
All Laparoscopic - instruments should be usable 
through 5 mm port & should have blade for cutting. 
Equipment should be confirmed with anyone of the 
International Standards for Safety & Quality (CE /FDA / 
Equivalent standards). Copy of the certificate should 
be attached. 


25 . 


27. 


10. 


There should be at least 3 years of comprehensive 
warranty. 


28. 


12. 


There should be at least 5 years of CAMC after warranty 
(Specify amount). The company should have service 
facility in Kerala and be able to attend any breakdown 
calls with 24 hours , An undertaking to that extent 
should be given along with the offer . 
General- The equipment should operate in Indian 
standards of power supply and in the normal ambient 
conditions in the Operation Theatre . 


13. 


29. 


30. 


16 . 


Acceptable tolerance will be allowed in various 
parameters of the equipment mentioned above . 
Demonstration with all accessories is mandatory for 
the selection of the equipment. 


17. 


TENDER SCHEDULE 


Negotiation will be made only with the firm offering 
lowest price whose specification confirms to the 
requirements in the Tender Notice . 
Tender will be opened in the presence of the each 
of the tenderers or his authorized representative 
who may present at the time. 
More details can be had from this office on 
working time. 


1. 


The period for which the rates to be in firm one 


year. 


18. 


2. 


The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any notice 
and free delivery at the department concerned . 


No. C8 /13166 /2013 /MCT. 


10th December 2013 . 


3. 


5. 


Advance payments conditions will not be 
considered . 
Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 
Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary ) neatly typed . 
Manuscripts should be avoided as far as possible . 
Tenders should be accompanied with a formal 
agreement executed in * 100 Kerala-non -judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 
Earnest Money Deposits (One Percentage ) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram . 
Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 
Tenders Unsealed , Unsigned or submitted without 
superscription as specified are liable to be rejected . 
Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained . 
Belated tenders will not be considered under any 
circumstance . 
For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection . 


Sealed competitive tenders in the prescribed 
Performa are invited for the purchase of the following 
items required for the Professor & Head , Dermatology and 
Venereology Department, Government Medical College 
Hospital, Thiruvananthapuram . Tender should be 
subscribed tender number and addressed to the Principal, 
Government Medical College , Thiruvananthapuram , 
Pin -695 011 . Details can be had from this office on 
working hours till 3 .30 p . m . 

Tender No . and Details of items with Quantity 
248 / 2013 — PUVA Chamber (Photo Therapy Unit) , 
1 No. 
Cost of tender form ( inclusive of VAT) 

Original 1,575 . 
Duplicate — 1,340. 


7 . 


9 . 


Last date and time of sale of tender form 
15 - 1-2014 , 3 p. m . 

Last date and time of receipt of tender form 
16 - 1- 2014 , 2.30 p. m . 

Opening date and time of tender - 16 - 1-2014 , 3 p. m . 

Tender forms will be sent through post if required 
provided due amount with sufficient postage 
charge ( 50 ) is sent by way of Money Order in 
favour of The Principal, Government Medical College , 
Thiruvananthapuram , Kerala State, Pin -695 011. Money 
Order should reach this office on or before 7 -1-2014 . No 
other forms of remittance will be accepted . 


10 . 


11 . 


- തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിലെ ഡെർമറ്റോളജി 
ആന്റ് വെനറോളജി വകുപ്പിലേക്കാവശ്യമായ താഴെ പറയുന്ന 
സാധനങ്ങൾ വിതരണം ചെയ്യുന്ന തിന് മുദ്രവച്ച് 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസുകൾ ദർഘാസ് 
നമ്പരോടുകൂടി നിശ്ചിത തീയതിക്ക് മുൻപ് പ്രിൻസിപ്പാൾ, 
6 2 W 706 108 CD 363 , 010200MM 1200 - 695 011 
എന്ന വിലാസത്തിൽ എത്തിക്കേണ്ടതാണ്. 

ദർഘാസ് നമ്പരും സാധനങ്ങളുടെ പേരും എണ്ണവും - 
248 /2013 — JUCAMIO (GO! G9o 2000g ? Ommig ) 
1 29mo. 


Tenders should bear the Signature and full Postal 
address of the tenderers & witness wherever 
necessary . 
The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers . 
Specifications of the items are given in the list. 


14. 


15 . 


3. 


ദർഘാസ് ഫോറത്തിന്റെ വില - 
അസ്സൽ - 1, 575 

ശരിപകർപ്പ് - 1,340 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും 15 - 1- 2014, 3 മണി. 


ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും - 16 - 1- 2014 , 2.30 മണി. 


6 . 


Tend 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 16 - 1- 2014 , 
3 മണി. 


7 . 


Advance payments conditions will not be 
considered. 
Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 
Tenders are to be sent with details and illustrated 
pamphlet (whereever necessary ) neatly typed . 
Manuscripts should be avoided as far as possible . 
Tenders should be accompanied with a formal 
agreement executed in * 100 Kerala -non -judicial 
stamp paper together with required sum of Earnest 
Money Deposits . 
Earnest Money Deposits (One Percentage ) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram . 
Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 
Tenders Unsealed , Unsigned or submitted without 
superscription as specified are liable to be rejected . 
Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained . 


ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ അയയ്ക്കുന്നതിനു 
വേണ്ട തുക (t 50) അധികമായി അയയ്ക്കേണ്ടതാണ്. ദർഘാസ് 
ഫോറത്തിന്റെ വില ഓഫീസിൽ നേരിട്ടോ മണിയോർഡർ 
ആയോ സ്വീകരിക്കുന്നതാണ്. അല്ലാതെയുള്ളഎല്ലാ അപേക്ഷകളും 
നിരസിക്കുന്നതാണ്. ഫോറത്തോടൊപ്പം മുദ്രപത്രങ്ങളോ 
മറ്റേതെങ്കിലും ഡോക്യുമെന്റുകളോ അയയ്ക്കാൻ ആവശ്യപ്പെട്ടു 
കൊണ്ടുള്ളതും മേൽ വിലാസം വ്യക്തമല്ലാത്തതുമായ 
മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. മണിയോഡറുകൾവഴി 
ഫോറങ്ങൾ ആവശ്യപ്പെട്ടുകൊണ്ടുള്ള അപേക്ഷകൾ ഈ 
ഓഫീസിൽ 7 -1-2014- ന് മുൻപ് കിട്ടിയിരിക്കണം. താമസിച്ചു 
കിട്ടുന്ന മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. ദർഘാസ് 
ഫോറം കൈമാറാൻ പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച തുക 
തിരിച്ചു കിട്ടുന്നതുമല്ല. താമസിച്ച് കിട്ടുന്ന ദർഘാസുകൾ 
യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. കൂടുതൽ 
വിവരങ്ങൾ പ്രവൃത്തി ദിവസങ്ങളിൽ ഈ ഓഫീസിൽനിന്നും 
ലഭിക്കുന്നതാണ്. 

Specifications of equipment 


8 . 


9 . 


| 10 . 


Belated tenders will not be considered under any 
circumstances. 


Specication 


Qty. 


Name of 
equipment 


12. 


Photo therapy 
unit (PUVA 

chamber ) 
With stabilizer 


For Medicines, Surgicals and Materials , Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection . 


13. 


Tenders should bear the Signature and full Postal 
address of the tenderers & witness whereever 
necessary. 


Whole body unit 
48 tubes: 24 UVA , 
24NBUVB 
Philips TL -01 
Dimensions: ( mm ) 
Outer:Height - 1955 

Width - 1070 
Depth - 1070 
Inner- 1870 : 750: 750 
Weight- 150 kg . 
Special software for 
patient data entry Servo 
stabilizer 


14 . 


The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 
Specifications of the items are given in the list. 


TENDER SCHEDULE 


| 1. 


17. 


The period for which the rates are to be in firm 
one year. 
The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any notice 
and free delivery at the department concerned. 


Negotiation will be made only with the firm 
offering lowest price whose specification confirms 
to the requirements in the Tender Notice. 
Tender will be opened in the presence of the each 
of the tenderers or his authorized representatives 
who may present at the time. 
More details can be had from this office on 
working time. 


18 . 


(6) 


No. C8/18733/2013/ MCT. 


10th December 2013. 


Sealed competitive tenders in the prescribed 
performa are invited for the purchase of the following 
items required for the Professor & Head , Urology 
Department, Government Medical College Hospital, 
Thiruvananthapuram . Tender should be subscribed tender 
number and addressed to The Principal, Government 

Medical College, Thiruvananthapuram, Pin -695 011 . Details 
can be had from this office on working hours till 
3 .30 p . m . 

Tender No. - 249/ 2013. 

Details of items with quantity - Electro Surgical 
Vessel Sealing Diathermy Unit — 1 No . 
Cost of tender form ( Inclusive of VAT ): 

Original 3 , 150 . 
Duplicate X 1,575. 


ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ അ യ യ്ക്കുന്ന 
തിനുവേണ്ട തുക (t 50 ) അധികമായി അയക്കേണ്ടതാണ്. 
ദർഘാസ് ഫോറത്തിന്റെ വില ഓഫീസിൽ നേരിട്ടോ 
മണിയോർഡറായോ സ്വീകരിക്കുന്നതാണ്. അല്ലാതെയുള്ള എല്ലാ 
അപേക്ഷകളും നിരസിക്കുന്നതാണ്. ഫോറത്തോടൊപ്പം 
മുദ്രപ്രതങ്ങളോ മറ്റേതെങ്കിലും ഡോക്യുമെന്റുകളോ അയയ്ക്കാൻ 
- ആവശ്യപ്പെട്ടുകൊണ്ടുള്ളതും മേൽവിലാസം വ്യക്തമല്ലാത്ത 
തുമായ മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. 
മണിയോർഡറുകൾവഴി ഫോറങ്ങൾ ആവശ്യപ്പെട്ടുകൊണ്ടുള്ള 
അപേക്ഷകൾ ഈ ഓഫീസിൽ 7 - 1- 2014 - ന് മുമ്പ് 
കിട്ടിയിരിക്കണം. താമസിച്ചു കിട്ടുന്ന മണിയോർഡറുകൾ 
നിരസിക്കുന്നതാണ്. ദർഘാസ് ഫോറം കൈമാറാൻ 
പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച തുക തിരിച്ച് കിട്ടുന്നതുമല്ല . 
താമസിച്ചു കിട്ടുന്ന ദർഘാസുകൾ യാതൊരു കാരണവശാലും 
സ്വീകരിക്കുന്നതല്ല. കൂടുതൽ വിവരങ്ങൾ പവ്യത്തി 
ദിവസങ്ങളിൽ ഈ ഓഫീസിൽനിന്നും ലഭിക്കുന്നതാണ്. 

Electro Surgical Vessel Sealing System 


SPECIFICATIONS 


1 


Last date and time for sale of tender form — 
15 - 1 - 2014 , 3 p . m . 

Last date and time of receipt of tender form 
16 -1 - 2014, 2 .30 p . m . 

Date and time of opening of tender 
16-1 -2014, 3 p . m . 


Tender forms will be sent through post if required 
provided due amount with sufficient postage charges 
(3 50) is sent by way of Money Order in favour of 
The Principal, Government Medical College , 
Thiruvananthapuram , Kerala State, Pin -695 011 . Money 
Order should reach this office on or before 7 - 1 - 2014 . 
No other form of remittance will be accepted . 


The system should have monopolar cut & 
coagulation , bipolar and vessel sealing modes 
integrated into one unit . 
The equipment should have microprocessor based 
device incorporating closed loop control for all 
output modes in micro controller firmware . 
The equipment should incorporate tissue sensing 
technology on real time basis and it should have 
the technology to convert electrical energy to 
Radio Frequency energy thus providing radio 
frequency seal. It should identify the tissue type 
and adjust power accordingly to get desired 
surgical effect on various tissue types. 
Output waveforms between 460 to 480 KHz 
sinusoid in all modes. 
Low frequency leakage less than 65 Hz . 
Should have following alert tones : 

(a ) Patient pad monitoring error alert 
(b ) Reactive/ regrasp error alert 
(c) Instrument checking alert 
(d ) Complete / incomplete seal alert 

(e) Malfunctioning /system error alert 
Equipment should have maximum power efficiency 
ranging from 90 -100 % in all modes. 
Monopolar cutting should have atleast two cutting 
modes 


തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിലെ യൂറോളജി 
വകുപ്പിലേക്കാവശ്യമായ താഴെപ്പറയുന്ന സാധനങ്ങൾ വിതരണം 
ചെയ്യുന്നതിന് മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
ദർ ഘാസുകൾ ദർഘാസ് നമ്പരോടുകൂടി നിശ്ചിത 
തീയതിക്കു മുമ്പ് പിൻ സിപ്പാൾ, മെഡിക്കൽ കോളേജ്, 
തിരുവനന്തപുരം- 695 011 എന്ന വിലാസത്തിൽ എത്തിച്ചിരി 
ക്കേണ്ടതാണ്. 

ദർഘാസ് നമ്പർ - 249 / 2013. 

സാധനത്തിന്റെ പേരും എണ്ണവും ഇലക്ട്രോ സർജിക്കൽ 
വെസൽ സീലിംഗ് ഡയതെർമി യൂണിറ്റ് - ഒരെണ്ണം. 
ദർഘാസ് ഫോറത്തിന്റെ വില : 
അസ്സൽ ? 3, 150. 

ശരിപ്പകർപ്പ് ? 1,575. 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും 15 - 1-2014 , 3 മണി. 


5. 


ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും - 16 - 1- 2014, 2. 30 മണി. 


(a ) Pure cut for clean precise cut,maximum power 

400 W 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 
16 - 1- 2014 , 3 മണി. 


(b ) Blend for cutting with haemostasis, maximum 

power — 300 W 


9 . 


26 . 


10 . 


Equipment should be confirmed with any one of 
the International Standards for Safety & Quality 
(CE/FDA /Equivalent Standards). Copy of the 
certificate should be attached . 
There should be at least 3 years of comprehensive 
warranty. 
There should be at least 5 years of CAMC after 
warranty (specify amount). The company should 
have service facility in Kerala and be able to 
attend any breakdown calls with 24 hours . 
An undertaking to that extent should be given 
along with the offer. 
General — The equipment should operate in Indian 
Standards of power supply and in the normal 
ambient conditions in the Operation Theatre . 
Acceptable tolerance will be allowed in various 
parameters of the equipment mentioned above. 
Demonstration with all accessories is mandatory for 
the selection of the equipment. 


30 . 


TENDER SCHEDULE 


14 . 


1. The period for which the rates to be in firm 

One year. 


15. 


Monopolar coagulation should have atleast two 
coagulation modes. 
(a ) Fulguration mode for efficient non -contact 

coagulation with maximum power 120 W 
(b ) Spray mode should have varying amplitude & 

frequency for coagulating large tissue areas 

with minimum depth of necrosis. 
System should be integrated with all necessary modes 
of instruments for various surgical procedures . 
Should have twin monopolar sockets with independent 
power setting. System should have one universal 
adapter for foot switch operation and one bipolar 
socket. 
Should have recall facility to recall last setting of user. 
Should be compactable with argon machine & 
Ultrasonic surgical aspirator. 
Should have auto bipolar start & stops where users 
can setthe auto- start delay time & auto -stop impedance 
range. 
Should have digital indication for power setting , 
preferably touch screen display for monopolar, bipolar & 
vessel sealing technology. 
Vessel sealing system should have user control 
mechanism so that surgeon can decide for a repeat 
seal before actually cutting it or even not cutting it 
(No auto cut). 
The system should be able to seal vessels or 
tissue bundles preferably within 2 to 4 seconds. 
Vessel sealing system should be able to seal artery, 
veins up to 7 mm , sealed vessels should withstand 
up to 3 times the systolic blood pressure . 

Thermal spread or collateral tissue damage should 
be minimal. 
Should have patient plate monitoring facility & 
should give audio - visual alarm & deactive output 
if contact between patient & patient plate is not 
proper to eliminate risk of patient burns. 
Should have on screen review of error codes & 
diagnostics . 
Should be light weight and portable . 
Equipment should not have RF leakage more than 
150 mA . 
Accessories - individual/combo foot switches for 
monopolar , bipolar & vessel sealing , universal 
adaptor, patient plate 5mm X 35 cm (approx .) blunt 
tip laparoscopic probe, 15cm (approx .) open vessel 
sealing probe , bipolar forceps and monopolar lead 
(pencil), 5mm X 35 (approx .) curved tip . 
All Laparoscopic instruments should be usable 
through 5 mm port & should have blade for cutting . 


2 . The rates should be inclusive of all taxes , 

otherwise tender will be rejected without any 
notice and free delivery at the department 

concerned . 
3. Advance payments conditions will not be 

considered . 
4. Tender forms are neither transferable nor the cost 

of it will be refundable under any circumstances . 


17 . 


5. Tenders are to be sent with details and illustrated 

pamphlet (wherever necessery ) neatly typed . 
Manuscripts should be avoided as far as possible . 


6 . Tenders should be accompanied with a formal 

agreement executed in * 100 Kerala non -judicial 
Stamp Paper together with required sum of Earnest 

Money Deposits. 
7. Earnest Money Deposits (One Percentage ) of the 

total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College , 

Thiruvananthapuram . 
8. Firms will be exempted from furnishing Earnest 

Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 

their tenders . 
9. Tenders unsealed , unsigned or submitted without 

superscription as specified are liable to be rejected . 
10 . Tenders submitted with insufficient Earnest Money 

Deposit will not be entertained . 
11. Belated tenders will not be considered under any 

circumstances . 


25 . 


- തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിലെ പീഡിയാട്രിക് 
ന്യൂറോളജി വകുപ്പിലേക്ക് ആവശ്യമായ താഴെ പറയുന്ന 
സാധനങ്ങൾ വിതരണം ചെയ്യാൻ താൽപ്പര്യമുള്ളവരിൽ നിന്നും 
മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചു കൊള്ളുന്നു . ദർഘാസുകൾ 
ദർ ഘാസ് നമ്പരോടുകൂടി നിശ്ചിത തീയതിക്കു മുമ്പ് 
പ്രിൻസിപ്പാൾ, മെഡിക്കൽ കോളേജ്, തിരുവനന്തപുരം- 695 011 
എന്ന വിലാസത്തിൽ എത്തിച്ചിരിക്കേണ്ടതാണ്. 

ദർഘാസ് നമ്പർ 250/ 2013. 


സാധനങ്ങളുടെ പേര് ഇ . ഇ . ജി . മെഷീൻ വിത്ത് പ്രിന്റർ - 
1 എണ്ണം. 


12 . For Medicines , Surgicals and Materials , Samples 
- should be submitted along with the tender. Tenders 
without samples will not be considered for 

selection . 
13. Tenders should bear the signature and full postal 

address of the tenderers and witnesses wherever 

necessary . 
14. The undersigned reserves the right to reject any 

tender wholly or partially without any prior 

information to the tenderers . 
15 . Specifications of the items are given in the list. 
16. Negotiation will be made only with the firim 

offering lowest price whose specification confirms 

to the requirement in the tender notice . 
| 17. Tender will be opened in the presence of such of 

the tenderers or their authorized representatives 

who may present at that time. 
18. More details can be had from this office on 

working time. 


ദർഘാസ് ഫോറത്തിന്റെ വില . 
അസ്സൽ ? 420. 
ശരിപ്പകർപ്പ് ? 210. 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും- - 15 - 1- 2014, 3 മണി. 


ദർഘാസ് സ്വീക രി ക്കുന്ന അവസാന തീയതിയും 
സമയവും 16 - 1 - 2014 , 2.30 മണി. 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 
16 - 1 - 2014 , 3 മണി. 


| ( 7 ) 


No. C8/ 23907/ 2013 / MCT. 


10th December 2013 . 


Sealed competitive tenders in the prescribed 
proforma are invited for the purchase of the following 
items required for the Professor & Head , Paediatric 
Neurology Department , S . A . T . Hospital, 

Thiruvananthapuram . Tender should be superscribed with 
tender number and addressed to to the Principal, 
Government Medical College , Thiruvananthapuram , 
Pin -695 011. Details can be had from this office on 
working hours till 3 .30 p . m . 

Tender No . - 250/2013 . 
Details of item - EEG Machine with printer - 1 No . 
Cost of tender form (Inclusive of VAT ): 

Original X 420 . 
Duplicate - 3 210 . 


ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ അ യ യ് ക്കുന്ന 
തിനുവേണ്ട തുക ( 50 ) അധികമായി അയയ്ക്കേണ്ടതാണ്. 
ദർ ഘാസ് ഫോറത്തിന്റെ വില ഓഫീസിൽ നേരിട്ടോ 
മണിയോർഡറായോ സ്വീകരിക്കുന്നതാണ്. അല്ലാതെയുള്ള എല്ലാ 
അപേക്ഷകളും നിരസിക്കുന്നതാണ്. ഫോറത്തോടൊപ്പം 
മുദ പ്രതങ്ങളോ മറ്റേതെങ്കിലും ഡോകമെന്റുകളോ 
അയയ്ക്കാൻ ആവശ്യപ്പെട്ടുകൊണ്ടുള്ളതും മേൽവിലാസം 
വ്യക്തമല്ലാത്തതുമായ മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. 
മണിയോർ ഡറുകൾ വഴി ഫോറങ്ങൾ ആവശ്യപ്പെട്ടു 
കൊണ്ടുള്ള അപേക്ഷകൾ ഈ ഓഫീസിൽ 7 - 1-2014 - ന് മുമ്പ് 
കിട്ടിയിരിക്കണം. താമസിച്ചുകിട്ടുന്ന മണിയോർഡറുകൾ 
നിരസിക്കുന്നതാണ്. ദർഘാസ് ഫോറം കൈമാറാൻ 
പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച തുക തിരിച്ച് കിട്ടുന്നതുമല്ല . 
താമസിച്ചു കിട്ടുന്ന ദർഘാസുകൾ യാതൊരു കാരണവശാലും 
സ്വീകരിക്കുന്നതല്ല . കൂടുതൽ വിവരങ്ങൾ പ്രവൃത്തി 
ദിവസങ്ങളിൽ ഈ ഓഫീസിൽ നിന്നും ലഭിക്കുന്നതാണ്. 


Last date and time for sale of tender form 
15 -1 - 2014, 3 p . m . 

Last date and time of receipt of tender form 
16 -1 -2014, 2 .30 p . m . 

Date and time of opening of tender 
16 -1- 2014, 3 p . m . 


Technical Specifications of Digital EEG Machine 
* Machine should be USB powered and portable unit 
* Machine should not contains any external power 

supply 
* Machine should not contains any in -built battery 
* No. of Channels : 32 Channels (24 EEG 

- channels , 6 Bipolar 

Channels for EKG 
| ECG, EMG etc . 

and 2 DC channels ) 
* A /D CONVERSION : 16 bit 
- * SENSITIVITY 

: 1 uV / mm and 1000 

uV / mm & user 
definable 


Tender forms will be sent through post if required 
provided due amount with sufficient postage charge 
(? 50 ) is sent by way of Money Order in favour of 
the Principal, Government Medical College , 
Thiruvananthapuram , Kerala State, Pin -695 011. Money 
Order should reach this office on or before 7 - 1 - 2014 . 
No other form of remittance will be accepted . 


* 


* 


* 


* 


* 


* 


* 


* 


* 


* 


* 


* 


* LOW PASS FILTER : 0 . 1 - 5 Hz & user 

definable 
* HIGH PASS FILTER 15 - 70 Hz & user 

definable 
NOTCH FILTER 

50 /60 Hz on /off 
* SWEEP SPEED : 7.5-60 mm /Sec . 

INPUT IMPEDANCE : > 20 M ohm 
CMRR 

> 110 db 
NOISE LEVEL 

: < 1 uv 
* SAMPLING RATE : 1024 Samples/ sec. 
FLASH RATE 

: 1 to 60 Hz 
* POWER SUPPLY : USB Powered 

Online impedance check and review in offline 

Facility to drag drop and edit events 
* Channel name swapping and editing 

Individual channel settings and view using mouse 
selection 
Advance photic unit controlled and stimulating 
frequency of60Hz 
Online impedence check 
Editable keyboard shortcut keys 
Various color combinations for Brain Mapping 
Selectable references for mapping channels 
Export of EEG data to CD and digital data in Excel 
sheet 

DSA, CSA and FFT analysis 
* Upto four split screens for comparison of EEG data 
* Spike and seizure detection software included . 


* 


* 


7. Earnest Money Deposit (One Percentage ) of the 

total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 

Thiruvananthapuram . 
8. Firms will be exempted from furnishing Earnest 

Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 

their tenders . 
9. Tenders unsealed , unsigned or submitted without 

superscription as specified are liable to be rejected . 
10 . Tenders submitted with insufficient Earnest Money 

Deposit will not be entertained . 
11. Belated tenders will not be considered under any 

circumstances. 
12 . For Medicines, Surgicals and Materials, Samples 

should be submitted along with the tender . Tenders 
without samples will not be considered for 

selection . 
13. Tenders should bear the signature and full postal 

address of the tenderers and witness wherever 

necessary . 
14. The undersigned reserves the right to reject any 

tender wholly or partially without any prior 

information to the tenderers . 
15 . Specifications of the items are given in the list . 
16 . Negotiation will be made only with the firm 

offering lowest price whose specifications conform 

to the requirements in the tender notice . 
17. Tender will be opened in the presence of each of 

the tenderers or his authorized representatives who 

may present at the time. 
18. More details can be had from this office on 

working time. 


TENDER SCHEDULE 


1. The period for which the rates to be in firm 

One year. 
2. The rates should be inclusive of all taxes, 

otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned . 


Government Medical College, 
Thiruvananthapuram . 


(Sd .) 
For Principal. 


3 . Advance payments conditions will not be 

considered . 


4 . Tender forms are neither transferable nor the cost 

of it will be refundable under any circumstances. 


5 . Tenders are to be sent with details and illustrated 

pamphlet (wherever necessery ) neatly typed . 
Manuscripts should be avoided as far as possible. 


RE- TENDER NOTICE 
No. C2-4406 /2013/DCT. 

27th November 2013. 
Sealed competitive tenders in the prescribed form are 
invited for the purchase of Equipments for the Various 
Departments of Government Dental College , 
Thiruvananthapuram for the year 2013 - 14 as detailed 
below . The envelopes containing the tender should bear 
the superscription “ Tender No . 5 /2013 for the supply of 
equipments (here mention name of equipment) ” and 
should be addressed to “ The Principal, Government 
Dental College, Thiruvananthapuram , Pin -695 011” . 


6 . Tenders should be accompanied with a formal 

agreement executed in * 100 Kerala non - judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits . 


Last date of receipt of tenders will be 15 - 1 - 2014 , 
2 p .m . Late tenders will not be accepted. The tenders 
will be opened at 3 . 30 p .m . on 15 - 1- 2014 in the presence 
of such of the tenderers or their authorized 
representatives, who may be present at that time. 

Tender No . — 5 /2013. 
Cost of tender form : 

Original - 7 700. 
Duplicate - 3 400 . 


നൽകു ന്ന തു മല്ല . ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം 
ചെയ്യപ്പെടാവുന്നതല്ല. ദർഘാസ് ഫോറത്തിന്റെ വില്പന 
14 - 1 - 2014 - ന് 3 മണിവരെ ആ യി രി ക്കും . ദ ർ ഘാ സ് 
ഫോറ ത്തിന്റെ വില യാ യി ചെക്കു ക ളോ പോസ്റ്റേജ് 
സ്റ്റാമ്പു ക ളോ സ്വീക രിക്കു ന്ന ത ല്ല . ദർഘാസ് ഫോറം 
വി . പി. പി. ആയി അയയ്ക്കുന്നതല്ല . ദർഘാസ് ഫോറത്തിന്റെ 
പകർപ്പ് ഓരോന്നിന്റെയും വില മുകളിൽ സൂചിപ്പിച്ചിരിക്കുന്ന 
തായിരിക്കും. തപാലിൽ ദർഘാസ് ഫോറം വേണമെന്നുള്ളവർ 
ദർഘാസ് ഫോറത്തിന്റെ വില യോടൊപ്പം ? 50 അധികം 
പോസ്റ്റൽ ചെല വി ലേ ക്കാ യി മണിയോർഡർ മുഖേന 
സമർപ്പിക്കേണ്ടതാണ്. മണിയോർഡർ ലഭിക്കേണ്ട അവസാന 
തീയതി 4 -1- 2014 , 3 മണിയായിരിക്കും. 


Specification 
Name of Item - Dental ImplantKit 

Description 


No. 


Quantity 
(Nos.) 


(3) 


Intending tenderers may on application to the 
Principal,Government Dental College, Thiruvananthapuram , 
Pin -695 011 , obtain requisite tender forms on which 
tenders should be submitted . Application for the tender 
form should be accompanied by a cash remittance shown 
above , which is the price fixed for a form and which is 
not refundable at any circumstances . The tender forms 
are not transferable. Sale of tender forms will be closed at 
3 p .m . on 14 - 1 - 2014 . Cheques , postage stamps etc. will 
not be accepted towards the cost of forms, nor will the 
forms be sent by VPP. Duplicate tender forms, if required , 
will be issued by a cash remittance shown above , per 
copy. Tender forms will be sent, if required , by post on 
payment of an additional amount of * 50 as postage 
charge in the form of money order. Last date of receipt 
of money order on 4 - 1- 2014 at 3 p .m . 


-- തിരു വ ന ന്ത പുരം ഗവൺമെന്റ് ദന്തൽ കോ ളേ ജിൽ 
2013 - 14 വർഷം വിവിധ വകുപ്പുകളിൽ യന്ത്ര സാമഗ്രികൾ 
വിത രണം ചെയ്യു ന്ന തിന് നിശ്ചിത ഫോറത്തിൽ മത്സ ര 
സ്വഭാവമുള്ള ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസ് 
ഉൾക്കൊ ള്ളിച്ചിട്ടുള്ള ക വ റിൽ “ ടെണ്ടർ നമ്പർ 5 / 2013 
യന്ത സാ മഗ്രികൾ ( ഇ വിടെ യന്ത്ര സാമഗ്രികളുടെ പേര് 
രേഖ പ്പെ ടു ത്തു ക ) എന്ന് രേഖ പ്പെ ടു ത്തേ ണ്ടതും ദി 
പിൻ സി പ്പാൾ, ഗവൺമെന്റ് ദന്തൽ കോളേജ്, 
തിരുവനന്തപുരം, പിൻ- 695 011 എന്ന മേൽവിലാസത്തിൽ 
എത്തിച്ചുതരേണ്ടതുമാണ്. 


( 1 ) 

- (2 ) 
Tapered Screw - Vent Implants 

1 Tapered screw - Vent 3.7mm D x 10mml 3 
2 Tapered Screw- Vent 3.7mm Dx13mml. 
3 Tapered Screw - Vent 3.7mm Dx16mml. 
4 Tapered Screw- Vent 4.1mm Dx10mmml. 
5 Tapered Screw -Vent 4.1mm Dx13mml. 
6 Tapered Screw- Vent 4.1mm Dx16mml. 
7 Tapered Screw -Vent 4.7mm Dx13mml. 
8 Tapered Screw - Vent 4 .7mm Dx16mml. 
- Abutments- Screw- Vent Systems 
9 Hex -lock abutment straight 
10 Hex - lock abutment angled 

Analogs & Healing Collars for 

Screw - vent Systems 
- 11 Any Screw- Vent Implant Analogs 
- 12 Any Screw- Vent Healing Collars 
13 Brand name/make of item should be clearly 

mentioned. 
14 Tenders with insufficient EMD will not be 

considered for selection . 
15 Belated tenders will not be considered under any 

circumstances . 
16 Tenders unsealed, unsigned or submitted without 

superscription are liable to be rejected . 
17. Distributor/Supplier should produce authorization 

from the manufacturer in their official stationery 
18 Negotiation will be made only with the firm offering 

lowest price whose specification conform to the 
requirements in the tender notice and tender 

schedule. 
- 19. If complaints are reported the supplier should take 

back the item at their cost and risk . 
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ദർഘാസുകൾ ലഭിക്കുന്നതിനുള്ള അവസാന തീയതി 
15 - 1- 2014 , 2 മണിയാണ്. താമ സിച്ചു ല ഭി ക്കുന്ന 
ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല . ദർഘാസുകൾ 15 - 1-2014, 
3. 30 മണിക്ക് ദർഘാസ് നൽകി യ വ രു ടെയോ അവരുടെ 
അംഗീ ക ത പതി നി ധി ക ളു ടെയോ സാന്നി ദ്ധ്യ ത്തിൽ 
തുറക്കുന്നതാണ്. 


ദർഘാസ് നമ്പർ 5 / 2013. 


ദർഘാസ് ഫോറത്തിന്റെ വില : 

അസ്സൽ -7 700. 

പകർപ്പ് ? 400. 
ദർഘാ സു കൾ സമർപ്പിക്കാൻ ആഗ്ര ഹി ക്കു ന്ന വർ 
( പിൻ സി പ്പാൾ, ഗവൺ മെന്റ് ദന്തൽ കോളേജ്, 
തിരു വ ന ന്ത പുരം, പിൻ - 695 011 എന്ന വിലാ സ ത്തിൽ 
അപേക്ഷിക്കേണ്ടതും നിശ്ചിത ടെണ്ടർ ഫോറം വാങ്ങേണ്ടതുമാണ്. 
ടെണ്ടർ ഫോറത്തിനായുള്ള അപേക്ഷയോടൊപ്പം മുകളിൽ 
സൂചിപ്പിച്ചിരിക്കുന്ന നിരക്കിൽ ഒരു ഫോറത്തിന്റെ നിശ്ചിത 
വില ഒടുക്കേണ്ടതും അത് ഒരു കാരണവശാലും തിരികെ 


11. For each item the upper limit of No. of offers /rate is 

restricted to 2 (two ) and the 2nd offer/ rate for an 
item must be substantiated with sufficient EMD , 
tenders quoting more than 2 offers/rate for an item 

will not be considered for selection . 
12. Soft Copy of Tender rate and specification in 

Microsoft Excel should be furnished along with 
original tender in the following format. 


Govt. Dental College, 
Thiruvananthapuram . 


(Sd.) 
Principal. 


25 


20 The undersigned reserves the right to reject any 

tender wholly or partially without any prior 

information to the tenderers . 
21 The rate should be quoted in Indian currency and 

payment will be made only in Indian currency . 
22 The only jurisdiction of any dispute regarding the 

purchase will be at Thiruvananthapuram . 
23 The photocopies of the documents produced along 

with tender should be attested by a Gazetted 

Officer. 
24 If the date scheduled for opening of tender is 

declared as holiday, tenders will be opened on the 
next working day at the same time, same place . 
Tenders should bear the signature / seal and full 
postal address , Fax No . Telephone No . and 
Mobile Phone No. of the tenderer wherever 

necessary . 
26 Tenders will be opened in the presence of such of 

the tenderer or their authorized representatives who 
may be present at time and they should have valid 

autherisation letter. 
27 Compliance statement should be furnished . 

SCHEDULE 
1. Superscription : — “ Tender No. 05 /2013 for 

Equipments (here mention name of equipments )” 
2 . Tender form can be had from — Principal, Govt. 

Dental College, Thiruvananthapuram Pin -695 011. 
3. To whom tenders are to be sent. — Principal, Govt. 

Dental College , Thiruvananthapruam , Pin -695 011. 
4 . The date up to which the rates to be in firm - One 

year from the date of submission of tender. 
5. The rate should be inclusive of S . T . and other 

taxes, duties, levies, insurance , freight charges 
packing and forwarding charges etc ., and free 

delivery at concerned Dept./Section /Office. 
6 . Tenders to be submitted in details with illustrated 

pamphlet (wherever necessary ) neatly typed , 
written manuscripts should be avoided as far as 

possible . 
7. All offers to the tender should be accompanied with 

the formal agreement executed in * 100 Kerala 
Stamp Paper together with the required sum of 
Earnest Money Deposit (One percent of the total 
cost of articles strictly tendered which can be 
remitted by way of Crossed Demand Draft only 

favouring the following .) 
“ PRINCIPAL GOVERNMENT DENTAL COLLEGE , 

THIRUVANANTHAPURAM ” 
8. Advance payment conditions will not be 

considered . 
9 . Tender forms are neither transferable nor the cost 

refundable under any circumstances. 
10 . Sample should be produced and demonstration 

done as and when requested . 


SHORT TENDER NOTICE 

[No. 52/2013 ] 
No. C2/ 14576 /13/ TDMCA. 

5th December 2013. 
Sealed tenders are invited for the supply of Test 
Kits for Microbiology Department of Government 
T . D . Medical College , Alappuzha -5 . 

The Envelopes containing the tender should bear the 
superscription “ Tender No . & due date and details of 
items” should be addressed to the Principal, Govt. T. D . 
Medical College , Alappuzha -5 . 

Last date and time of receipt of tender will be 
at 1 p . m . on 10 - 1 - 2014 . Late tenders will not be 
accepted . The tender will be opened at 3 p . m . on 
10 - 1 - 2014 in the presence of such of the tenderers 
or their authorized representatives who may be 
present at that time. 

Intending tenderers may obtain the tender form from 
the undersigned on all working days from 10 a . m . to 
4 p . m . on a cash remittance of * 420 which is the price 
fixed for a form and which is not refundable under any 
circumstances. The tender forms are not transferable . Sale 
of tender forms will be closed at 9 - 1 - 2014 at 1 p . m . 
Cheques , Postage Stamps etc . will not be accepted 
towards the cost of forms, nor will the forms be sent per 
V.P.P. Duplicate tender forms, if required will be issued of 

210 per copy . Tender should be accompanied by an 
agreement executed in Kerala Stamp Paper worth 100 
and EMD 1 % of the total cost of the items 
tendered . Tender without EMD will be rejected . 
-- ആലപ്പുഴ ഗവ . റ്റി . ഡി . മെഡിക്കൽ കോളേജിലെ 

മെ കാബയോളജി വിഭാഗത്തിലേക്ക് ടെസ്റ്റ് കിറ്റുകൾ 
വിതരണം ചെയ്യുന്നതിനായി മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചു 
കൊള്ളുന്നു . 

- ദർഘാസ് ഉള്ളടക്കം ചെയ്ത കവറിന് പുറത്ത് ദർഘാസ് 
നമ്പർ, ഇനവിവരം, നിയത് ദിവസം എന്നിവ രേഖപ്പെടുത്തി 
Locomulgoud , 01. 07. WI. ooWonod Choc38 , momo, 
croelg1249 -688 005 200 eiononlod COOCOOMOM . 

BöreIIM MUADOOM . BOJNIM 01001 10 - 1- 2014 , 
630 ) Dm100. BYOGM Blono 3 omlos Borenom 
തുറക്കുന്നതായിരിക്കും. വൈകി കിട്ടുന്ന ദർഘാസുകൾ 
സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ മുകളിൽ കൊടുത്തിരിക്കുന്ന 
തീയതിയിലും സമയത്തിലും സമർപ്പിക്കുന്നവരുടെയോ അവർ 
നിയോഗിക്കുന്ന പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തിൽ 
തുറക്കുന്നതാണ്. 


ദർഘാസുകൾ പ്രവർത്തി ദിവസങ്ങളിൽ 10 മണി മുതൽ 
3 മണിവരെ ( 42 0 കോളേജ് ഓഫീസിൽ ഒടുക്കി 
വാങ്ങാവുന്നതാണ്. പകർപ്പ് ആവശ്യമുള്ളവർ 1 210 
അധികമായി ഒടുക്കേണ്ടതാണ്. ദർഘാസ് വിൽപ്പന 9 - 1- 2014, 
1 മണിവരെ മാത്രമായിരിക്കും. ചെക്ക്, ഡാഫ്റ്റ്, സ്റ്റാമ്പ് 
എന്നിവ ദർഘാസിന്റെ വിലയായി സ്വീകരിക്കുന്നതല്ല. വില 
തിരികെ ലഭിക്കുന്നതല്ല . സാങ്കേതിക വിശദാംശങ്ങൾ 
ദ ർ ഘാസി നോടൊപ്പം ലഭിക്കുന്നതാണ്. ദർഘാസ് 
സമർപ്പിക്കുമ്പോൾ ? 100 - ന്റെ മുദ്രപ്പത്രത്തിൽ സമ്മതപത്രവും 
ക്വാട്ട് ചെയ്യുന്ന ആകെ വിലയുടെ ഒരു ശതമാനവും വരുന്ന 
തുകയ്ക്ക് പ്രിൻസിപ്പാളിന്റെ പേരിൽ എടുത്തിട്ടുള്ള ഡിമാന്റ് 
ഡാഫ്റ്റോ സ്ഥിര നിക്ഷേപ സർട്ടിഫിക്കറ്റോ നിരതദ്രവ്യമായി 
സമർപ്പിക്കേണ്ടതാണ്. സമ്മതപത്രവും നിരതദ്രവ്യവും അടക്കം 
ചെയ്യാത്ത ദർഘാസുകൾ നിരസിക്കുന്നതായിരിക്കും. 


Govt. T. D . Medical College , 
Alappuzha -5 . 


( Sd.) 
Principal. 


TENDER EXTENSION NOTICE 
No, C/3171/ 2013/DCK . 

4th December 2013 . 
The tender for Books for Library, invited as per 
Tender Notice No . C /3171 /2013/DCK , dated 28 - 10 - 2013 is 
rescheduled to Government Dental College , Kottayam . 

Tender Number 40/2013. 
File No . - C /3171 / 13/DCK. 
Cost of tender form - X 1,050. 
Last date of receipt of Money order — 1- 1-2014 . 

Last date and time of tender sales — 15 - 1 - 2014 , 
3 p . m . 

Last date and time of receipt of tender 
16 - 1-2014, 3 p . m . 

- Date and time of opening tender - 17 - 1 - 2014, 
11 a . m . 

Other conditions remain the same. 

ഗവൺമെന്റ് ഡെന്റൽ കോളേജ്, കോട്ടയത്തിന്റെ 
ലൈബ്രറിയിലേക്ക് ആവശ്യമായ ബുക്കുകൾ വാങ്ങുന്നതിനായി 
28- 10 - 2013 - ൽ ഇതേ നമ്പറിൽ പരസ്യപ്പെടുത്തിയിരുന്ന ടെണ്ടർ 
നമ്പർ 40/ 13 - ന്റെ തീയതിയും സമയവും താഴെ പറയും 
പ്രകാരം പുനഃക്രമീകരിച്ചിരിക്കുന്നു. 

ദർഘാസ് നമ്പർ 40/13. 
ഫയൽ നമ്പർ - C / 3171/ 13 /DCK . 
ദർഘാസ് ഫോറത്തിന്റെ വില ? 1, 050. 


മണിയോർഡർ സ്വീകരിക്കുന്ന അവസാന തീയതി 


1 - 1 - 2014. 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും 15 - 1- 2014, 3 മണി. 


ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും - 16 - 1- 2014, 3 മണി. 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 17 -1- 2014, 
11 മണി. 

മറ്റ് വ്യവസ്ഥകൾക്ക് മാറ്റമില്ല . 


Government Dental College, 
Gandhinagar, Kottayam. 


( Sd.) 
Principal. 


